TYGART VALLEY DAM 
Length at Top 1000 feet 
Height of Spillway 209 feet 
Thickness of Base 207 feet 
Drainage Area 1220 square miles 
Storage Capacity 327,500 acre feet 
Surface of Lake 3860 acres 
Shore Line, Pool Full 68 miles 
Concrete used 1,247,060 cubic yards 
Steel and Rope used 4450 tons 
Sand, Gravel and Cement used 35,000 Cars 
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W. VA.-25 — Tygait Valley Flood Control Dam near Grafton and Clarksburg, W. Va. 
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